From: 

Sent: 24 June 2019 14:22 

To: ; Admin Support 

Perth; Registry Angus Smith 

Subject: CAS Assessment - PPC/E/0020065(435289) - Poor 

Please find below our assessment for PPC/E/20065. 

Please do not hesitate to contact me if you wish to discuss this further. 

Kind Regards 


1. Assessment Summary 
Licence reference number: 
ELC assessment: 

Interim EMC assessment: 
Overall interim assessment: 


PPC/E/0020065 

Minor Breach(es) / 1 Gross Breach 

Low Performance 

Poor 


Safety risk assessment for site (Is the current RA adequate? Are there any particular additional risks? 


2. Assessment Details 

Date and time of assessment: 20/06/2019 11:00 
Site name: 2 Sisters Poultry Limited, Coupar Angus 

Site address: George Street, Coupar Angus, PH13 9LU 

Assessment type: Standard inspection 

3. Components of licence assessed 
Environmental Limit Condition (ELC) 

ELC Assessment 


Licence 

condition 

number 


ELC assessment - 
(compliant, minor, 
repeated minor, gross 
or significant) 


Description of non-compliance with ELC (include follow-up 
actions to rectify non-compliance, timescales and reporting 
requirements) - Where several breached ELCs are linked, 
refer to first condition number and associated non-compliance 
described 


3.3.1 Minor 


Offensive odour confirmed at ll:25hrs outside the site boundary. 
Considered offensive due to high intensity and duration. 


l 



Environmental Management Condition (EMC) 


EMC Assessment 

no EMC data found 
undefined 

4. Discussions 

SEPA officer arrived in Coupar Angus at 1 l:00hrs to undertake a FIDOL odour assessment following a 
number of odour complaints received earlier that morning. The weather was 15 degrees Celsius, sunny 
spells and fresh breeze. 

Offensive odours were detected at Strathmore Av, Princes croft and Crofton place/ Laing crescent. The 
odours have been considered offensive due to their intensity and duration throughout the SEPA officers 
assessment. 

Following the odour assessment the SEPA officer met with , Safety Health and 

Environmental Manager. 


5. Assessment specific details 


Other SEPA staff present: 


- conducted odour assessment, 
up of CAS report 


Operator representatives met on site: 

Relevant weather: sunny spells 

6. Assessment sign-off 


Name of inspecting officer: 

Team name: Perth 


- write 


7. Office information only 
Was the inspection announced?: No 

Adhoc / Follow Up: Ad-hoc following odour complaints. 

Inspection code: 

Schedule type: 

Month scheduled: 

Month completed: 


2 


Registry copy required? 
File reference: 


No 


The information contained in this email is confidential and is intended solely for the use of the named addressee. Access, copying or re-use of the information 
in it by any other is not authorised. If you are not the intended recipient please notify us immediately by return email to postmaster@sepa.org.uk. 

SEPA registered office: Strathallan House, Castle Business Park, Stirling, FK9 4TZ. 

Under the Regulation of Investigatory Powers Act 2000, the email system at SEPA may be subject to monitoring from time to time. 
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